SpoLlex Ss@o 


\ 


MACRO COMPACT 


The Bolex 350 Super 8 camera success- 
fully combines the advantages of larger, 
technically-perfected models and those 

of a compact camera. 


It is the type of camera you will want to 
have with you all the time; take along 
wherever you go, instead of letting it 
collect dust in a closet. 


It takes up so little room, you are hardly 
aware that you are carrying it. When 
something interesting or amusing hap- 
pens, just reach in your pocket or hand- 
bag, and start shooting right away, 
thereby capturing real slices of life that 
make your films fascinating and enjoy- 
able for years to come. 


Compact size and simplicity of opera- 
tion are two characteristics that make 
the Bolex 350 outstanding. The third is 
superior performance, combined with 
outstanding features such as 5:1 zoom 
ratio, power-zoom, low level light film- 
ing capability that permits indoor film- 
ing without movie lights, bright and 
accurate reflex viewfinder with warning 
signals, through-the-lens light measure- 
ment coupled to automatic diaphragm 
setting, three filming speeds, single- 
frame operation, possibility of “macro” 
shots (extreme close-ups), reliable elec- 
tric motor drive, choice of power supply, 
either regular flashlight batteries or 
rechargeable batteries that can be 
recharged right in the camera. 


BOLExX 350 


The Bolex Vario 8-40 mm f/1.9 zoom 
lens ensures extremely sharp pictures 
with remarkably true color rendition. 
It can zoom from a long shot into a 
close-up 5 x larger, or vice versa. Zoom 
scenes give the impression of gradually 
approaching a subject or going away 
from it, and give visual variety to your 
films. The zooming can be operated 
electrically for professionally smooth 
zoom effects or manually for rapid 
framing of a scene, or when extremely 
fast zooms are desired. 


The reflex viewfinder shows the scene 
exactly as it will appear on the screen. 
The image in the finder is bright and 
clear over the entire field, thereby mak- 
ing viewing enjoyable and accurate. 
Cross-hairs help in focusing. 


The viewfinder also shows the setting of 
the diaphragm, and mistakes in filming 
are practically eliminated by various 
warning signals. They all appear also in 
the finder, indicating 


— the film is not advancing properly 

— the film is finished 

— the camera is not loaded with film 

— the diaphragm opening has been 
corrected manually 

— the batteries need changing or re- 

charging 

the light is too bright for filming 

— the light is insufficient for filming. 


The eyepiece can be adjusted to the 
operator’s eyesight (+ 5 diopters), so 
everyone can be assured of a clear view, 
and, like all Bolex cameras, a large 
rubber eyecup keeps out all the stray 
light and makes viewing most com- 
fortable. 


The Bolex 350 Macro Compact has 
automatic diaphragm control which 
provides excellent exposures, adjusts 
automatically when the light changes 
during filming or when zooming or 
panning with the camera from light to 
dark, or vice versa. The light is mea- 
sured through the lens, and the dia- 
phragm adjusts itself therefore for the 
area covered on the film without being 
influenced by surrounding dark or 
bright backgrounds. 


The lightmeter also adjusts itself auto- 
matically to the sensitivity of the film 
from 40 or 160 ASA (artificial light) or 
25 or 100 ASA (daylight). 


The automatic diaphragm provides 
excellent exposures in practically all 
subject and lighting situations. For even 
better results in special cases where sub- 
jects are surrounded by bright areas 
(snow, water), the Bolex 350 camera 
provides a manual diaphragm correction 
of about + 1 “f’’ stop. 


For other special cases, the diaphragm 
can be locked and kept at a certain 
aperture. This is useful when filming 


Camera versatility 
combined in a compact 
camera body 


The Bolex 350 Super 8 camera success- 

fully combines the advantages of larger, 
technically-perfected models and those 

of a compact camera. 


It is the type of camera you will want to 
have with you all the time; take along 
wherever you go, instead of letting it 
collect dust in a closet. 


It takes up so little room, you are hardly 
aware that you are carrying it. When 
something interesting or amusing hap- 
pens, just reach in your pocket or hand- 
bag, and start shooting right away, 
thereby capturing real slices of life that 
make your films fascinating and enjoy- 
able for years to come. 


Compact size and simplicity of opera- 
tion are two characteristics that make 
the Bolex 350 outstanding. The third is 
superior performance, combined with 
outstanding features such as 5:1 zoom 
ratio, power-zoom, low level light film- 
ing capability that permits indoor film- 
ing without movie lights, bright and 
accurate reflex viewfinder with warning 
signals, through-the-lens light measure- 
ment coupled to automatic diaphragm 
setting, three filming speeds, single- 
frame operation, possibility of “macro” 
shots (extreme close-ups), reliable elec- 
tric motor drive, choice of power supply, 
either regular flashlight batteries or 
rechargeable batteries that can be 
recharged right in the camera. 


The power-zoom lens 


The Bolex Vario 8-40 mm f/1.9 zoom 
lens ensures extremely sharp pictures 
with remarkably true color rendition. 
It can zoom from a long shot into a 
close-up 5 x larger, or vice versa. Zoom 
scenes give the impression of gradually 
approaching a subject or going away 
from it, and give visual variety to your 
films. The zooming can be operated 
electrically for professionally smooth 
zoom effects or manually for rapid 
framing of a scene, or when extremely 
fast zooms are desired. 


The viewfinder 


The reflex viewfinder shows the scene 
exactly as it will appear on the screen. 
The image in the finder is bright and 
clear over the entire field, thereby mak- 
ing viewing enjoyable and accurate. 
Cross-hairs help in focusing. 


The viewfinder also shows the setting of 
the diaphragm, and mistakes in filming 
are practically eliminated by various 
warning signals. They all appear also in 
the finder, indicating 


— the film is not advancing properly 

— the film is finished 

— the camera is not loaded with film 

— the diaphragm opening has been 
corrected manually 

— the batteries need changing or re- 
charging 

— the light is too bright for filming 

— the light is insufficient for filming. 


The eyepiece can be adjusted to the 
operator’s eyesight (+ 5 diopters), so 
everyone can be assured of a clear view, 
and, like all Bolex cameras, a large 
rubber eyecup keeps out all the stray 
light and makes viewing most com- 
fortable. 


Automatic diaphragm setting 


The Bolex 350 Macro Compact has 
automatic diaphragm control which 
provides excellent exposures, adjusts 
automatically when the light changes 
during filming or when zooming or 
panning with the camera from light to 
dark, or vice versa. The light is mea- 
sured through the lens, and the dia- 
phragm adjusts itself therefore for the 
area covered on the film without being 
influenced by surrounding dark or 
bright backgrounds. 


The lightmeter also adjusts itself auto- 
matically to the sensitivity of the film 
from 40 or 160 ASA (artificial light) or 
25 or 100 ASA (daylight). 


The automatic diaphragm provides 
excellent exposures in practically all 
subject and lighting situations. For even 
better results in special cases where sub- 
jects are surrounded by bright areas 
(snow, water), the Bolex 350 camera 
provides a manual diaphragm correction 
of about + 1 “f” stop. 


For other special cases, the diaphragm 
can be locked and kept at a certain 
aperture. This is useful when filming 


subjects in front of very bright or dark 
backgrounds, a person in front of a 
white wall, a spot-lighted performer on 
a dark stage. In such cases, an auto- 
matic diaphragm is influenced not only 
by the main subject but also the bright 
or dark background, thereby under- or 
overexposing the main subject. 


With the Bolex 350, perfect exposure of 
the main subject is obtained by zoom- 
ing to telephoto (so that the lens covers 
the main subject only), locking the dia- 
phragm, then returning to the focal 
length that gives the desired framing. 


Filming without movie lights 


The shutter opening of the Bolex 350 
camera has been increased so that more 
light can reach your film. The camera 
is made for the fastest color films on 
the market (160 ASA), which, com- 
bined with the larger shutter opening, 
will permit filming in poor lighting con- 
ditions. Indoor scenes are now possible 
under normal livingroom, classroom 
lighting without the need of a movie 
light. Street scenes in the evening, 
lighted store windows, indoor sports 
events, performances in the high-school 
auditorium or gymnasium, can now be 
perfectly exposed without bothering 
with special photographic lights. 


When the lighting is really poor, the 
Bolex 350 can be set at 9 frames per 
second, thereby doubling the exposure 
time per frame, which is equivalent to 
opening the lens diaphragm one full 
stop. 


over that obtained at 18 f.p.s. The nor- 
mal speed for amateur work is 18 f.p.s. 
24 f.p.s. is used for slowmotion effects, 
panning or filming from a moving car, 
and is also recommended for best sound 
quality when the Super 8 film is striped 
and equipped with a sound track. 


The Bolex 350 Macro Compact also 
allows shooting single frames for highly 
accelerated motion effects, animation 
work, stopmotion, time lapse filming, 
titling and other special effects. 


Using the camera’s cable release, the 
switch can be locked in the running 
position so that you yourself can get 
into the picture. 


Power supply 


The camera mechanism and the auto- 
matic diaphragm are powered by two 
small 1.5 V batteries. 


Instead of ordinary flashlight batteries 
you may use rechargeable batteries 
which are twice as powerful as regular 
batteries. Even at a low 14°F tempera- 
ture, they supply sufficient power for 
filming about ten 50 ft. cartridges of 
film within a short time. These bat- 
teries can be recharged about 1000 times 
right in the camera before they need to 
be replaced. 

Two types of chargers are available as 

accessories : 

— Bolex charger for recharging from 
an AC power line (110-250 V~/ 
50-60 cycles). 

— Bolex charger for recharging from a 
cigarette lighter in a car (12 V only). 


Universal lens setting 


Moviemakers interested in greatest 
simplicity of operation without chang- 
ing the focus setting for each scene can 
find also this convenience in the Bolex 
350. The lens has a universal setting 
index where everything is sharp from 6 
feet to infinity, even in relatively poor 
lighting. This is a great help not only 
for beginners in moviemaking but for 
all moviemakers filming events where 
the camera must be ready at all times— 
a wedding or sports event, for instance 
—or when filming subjects that move 
around, such as children, pets, players 
in basketball and other games. 


Filming speeds 


It is possible to film at speeds of 9, 18 
or 24 frames per second. Subjects filmed 
at 9 f.p.s. and projected at 18 or 24 f.p.s. 
move around like the Keystone Cops 
in the early days of cinema and never 
fail to amuse your audience. The 9 f.p.s. 
speed is also valuable in very poor 
lighting conditions since it increases the 
exposure on the film by one “‘f”’ stop 


a 


Close-up and extreme close-up 
filming (« macro») 


You can film as close as 3 feet where a 
face or a small subject, such as a post- 
card, for instance, fills the entire frame. 


Macro set 
(available as accessory) 


The Bolex Macro Set consists of the 

following accessories: 

— “macro” lens hood 

— card holder and mounting screw 

— slide holder 

— cut-out masks (keyhole, binocular 
effect, etc.) 

— mask for iris effects 

— slide for titles 

— transparent acetates for titles 

— transfer letters 

— angled cable release connector 


The Bolex Macro Set gives the 350 
camera the capability of two types of 
extreme close-up shots : 


a) “Macro” shots 


By mounting the slide holder on the 
lens, with the latter set to “‘macro”’, the 
350 camera can be used for: 


— filming color slides; 


— filming titles on acetate; the titles 
can be made by hand, using a magic 
marker, India ink, etc., or “printed” 
by means of transfer letters ; 


— focus dissolves, which are obtained 
by moving the plane of sharp focus 
from the title to the main subject 
and vice versa, by operating the 
zoom lever, either manually or with 
the power-zoom; 


— filming through masks; 

— producing iris effects. 

b) Filming with lens hood 
and card holder 


By mounting the lens hood on the lens 

and attaching the card holder to the 

camera, the 350 camera can be used for 

filming : 

— postcards, photographs, maps, 
illustrations, titles, etc., 

— flowers, insects, small animals, etc., 


— all types of other small subjects (a 
clip at the end of the holder is for 
holding all sorts of small documents). 


As this type of filming is done outside 
the “macro” zone, you can change the 
framing by moving the zoom lever. 


Accessories 
supplied with the camera 


— 1| sunshade (40.5 x 0.5 mm) 

— | rubber eyecup 

— lI lens cap 

— l| cable release 

— | wrist-strap 

— | key for retracting the conversion 
filter (filming by daylight/artificial 
light) 

— | cover for the movie-light slot 


Optional accessories 


Bolex Macro Set 


See description above. 


Battery chargers 


Charger for recharging from AC line, 
supplied with two batteries; charger for 
recharging from cigarette lighter in car, 
supplied without batteries. 

See detailed description above. 


Hand-grip 
Elegant and practical, makes handheld 


operation of camera steadier and more 
convenient. 


Bolex Monopod 


Compact and lightweight, assures excel- 
lent steadiness while filming; available 
with or without tilt head. 


Bolex Minipod 


This light, small tripod requiring a 
minimum of space has been designed 
above all for filming close-ups and 
extreme close-ups with greatest picture 
steadiness. It is however also a remark- 
able ‘‘all purpose” tripod that can be 
set on uneven ground, on the hood or 
trunk of automobiles, railings, etc. 


Carrying case 

Elegantly made of soft brown skai, it 
provides effective protection for your 
camera and convenience in carrying the 
camera with space provided for the 


various parts of the Macro Set and a 
number of film cartridges. 


Technical specifications 


Lens 


@ Bolex Vario lens 8-40 mm f/1.9; 
5:1 zoom. 

@ Possibility of “macro” filming; 
locked “‘macro” position. 

e@ Focusing from 3 ft. to infinity. 

e@ Manual and power zoom. 


Exposure 


e Automatic diaphragm setting from 
f/1.9 to f/22, with over- and under- 
exposure warning signals, visible in 
the viewfinder. 

@ Possibility of locking the diaphragm 
(manual setting). 

e Possibility of manually changing the 
diaphragm opening by about 

+ 1 stop. 


Film sensitivity 


@ The exposure meter automatically 
adjusts for film sensitivities of 40 or 
160 ASA (17 or 23 DIN) artificial 


light and 25 or 100 ASA (15 or 
21 DIN) daylight. 

@ Built-in conversion filter (daylight/ 
artificial light), retracts by means 
of key supplied with the camera or 
automatically whenever the movie- 
light is mounted on the camera. 


Operation 


@ Three filming speeds: 9, 18 and 24 
frames per second. 

e@ Smooth release and cable release for 
single-frame filming or continuous 
operation. 

@ Mechanism controlled by a main 
switch, which is also used to correct 
the diaphragm opening by about 
+ 1 stop. 

@ Warning signals in the viewfinder 
telling the operator when... 

— the film is not advancing correctly 

— the film is finished 

— the camera is not loaded with film 


— the diaphragm opening has been 
corrected 

— the batteries need changing or 
recharging 

— the light is too bright for filming 

— the light is insufficient for filming 

@ Footage counter showing the 
amount of unexposed film left for 
filming. 


Eyepiece 


@ Eyepiece adjustable to the operator’s 
eyesight 5 diopters). 

@ Anatomically shaped, movable rub- 
ber eyecup. 


Power supply 


® Electric motor and automatic dia- 
phragm powered by two manganese 
alkaline batteries of 1.5 V each 
(type AA) or by two rechargeable 
batteries which can be recharged 
right in the camera. 


Bolex 233 Compact S Camera 


Belonging to the same family as the 
350 Macro Compact, the 233 S is even 
smaller, and yet... films like many 
larger models. Simple to use, it has a 
zoom lens with 3.3 zoom range ratio, 
automatic diaphragm control a bright 


and accurate reflex viewfinder (with 
warning signals: end of film, under- 
exposure, manual correction of the dia- 
phragm). Bolex 233 Compact S — great 
filming possibilities with excellent 
screen results ! 


Quality and reliability 


Bolex products are all manufactured 
with the utmost care and subjected to 
rigorous tests. They therefore meet the 
highest standards of precision and 
superior quality for which the name of 
Bolex is world renowned. In choosing 
Bolex, you are sure of owning a camera 
which you can fully rely on under all 
circumstances. 


Thanks to its international organiza- 
tion, Bolex offers you impeccable 
after-sales service all over the world; 
you can entrust your camera with com- 
plete confidence to any Bolex distri- 
butor, most of whom have their own 
highly skilled technicians specially 
trained in Switzerland. 


Bole x< 
Hallmark of high quality 


Bolex International S.A. 
Yverdon (Switzerland) 


Paillard Incorporated 
1900 Lower Road 
Linden, N.J. 07036 


Bolex International S.A. reserves the right to alter 
without prior notice the design and characteristics of the 
equipments described in this folder. 
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